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Message Text 


UNCLASSIFIED 

PAGE 01 ABU DH 00706 051423Z 

53 

ACTION NEA-09 

INFO OCT-01 ISO-OO EB-07 /017 W 

008220 

R 050745Z APR 75 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2781 
AMEMBASSY BEIRUT 
AMEMBASSY JIDDA 
AMEMBASSY TEHRAN 

UNCLAS ABU DHABI 706 

USDOC FOR CAGNE 

E.O. 11652: NA 
TAGS: BTIO, ELEC, TC 

SUBJ: FOREIGN GOVERNMENT TENDER: 132 KV OVERHEAD LINE: ABU 
DHABI TO AL-AIN: INVITATION TO PREQUALIFICATION. 

REF: ABU DHABI 97 

1. 520/02/T0007 

2. 040575 

3. JWLIMBERT 

4. 520— UNITED ARAB EMIRATES 

5. N 

6A. TELEX 
6B. N/A 

6C. WATER AND ELECTRICITY DEPARTMENT 

P.O. BOX 219 

ABU DHABI, U.A. E. 

TELEX: 2369 AH MAKHARBA 
AND 

LAHMEYER INTERNATIONAL, CONSULTING ENGINEERS 
P.O. BOX 2413 
ABU DHABI, U.A. E. 

TELEX: 2393 LAHMINT AH 

UNCLASSIFIED 
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7. N/A 
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8. POTENTIAL TENDERERS SHOULD INFORM ABOVE OFFICES OF 
THEIR READINESS TO QUOTE FOR WORK BY APRIL 20, 1975. 

9. 201 

10. 9918201/000. TEXT OF INVITATION FOR PRE-QUALIFICATION 
READS AS FOLLOWS: QUOTE: THE WATER AND ELECTRICITY 
DEPAGTMENT, GOVERNMENT OF ABU DHABI, INTENDS TO INSTALL 
A 132 KV TRANSMISSION LINE TO CONNECT THE UM AN- VAR 
POWER STATION WITH THE CITY OF AL-AIN. 

QUOTE: THIS LINE SHALL RUN ALONG THE ABU DHABI-AL AIN 
HIGHWAY AND SHALL BE CARRIED OUT AS A TWO -SYSTEM LINE 
WHEREBY EACH SYSTEM SHALL HAVE A CAPABILITY OF ABOUT 
85 MW. 

QUOTE: THE LINE SHALL BE DESIGNED WITH DUE CONSIDERATION 
OF THE PREVAILING SEVERE CLIMATIC CONDITIONS. 

QUOTE:THE TOTAL LENGTH OF THE LINE WILL BE APPROXIMATELY 
145 KM WHEREBY THE FIRST 4-5 KM WILL BE INSTALLED AS 
132 K OIL-FILLED UNDERGROUND CABLE UNDER SEPARATE 
CONTRACT. 

QUOTE: THE LINE SHALL BE READY FOR OPERATION IN EARLY 1977. 
THE TENDER FOR THE TRANSMISSION LINE WILL BE ISSUED 
APPROXIMATELY MID-APRIL 1975. TENDER PERIOD WILL BE 
THREE MONTHS. UNQUOTE. 

IN ORDER TO PREQUALIFY, INTERESTED FIRMS SHOULD INFORM 
THE OFFICES NOTED PARA 6C ABOVE, SUPPLYING THE FOLLOWING 
INFORMATION: 

A. NAME OF COMPANY, ADDRESS, TELEX NUMBER, CABLE 
CODE, AND NAME OF AGENT REGISTERED IN ABU DHABI, IF ANY. 

B. PROPOSED BUSINESS RELATIONSHIPTTSUCH AS MAIN/SUB- 
CONTRACTOR, JOINT VENTURE, OR CONSORTORIUM, AND 
NAMES OF MEMBERS OF PROPOSED GROUP. 

C. WORK OF SIMILAR MAGINTUDE SATISFACTORY COMPLETED 
DURING LAST TEN YEARS, MAIN TECHNICAL DATA, DATES OF 
CONTRACT, DATES OF THE CLIENT, NAME OF THE TRANSMISSION 
LINE, AND SPLIT UP OF WORK CARRIED OUT IN HOME 
COUNTRY AND ABROAD. 

D. EVIDENCE OF FINANCIAL STATUS AND BOND ABILITY. 

UNCLASSIFIED 
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1 1 . PROJECT TO BE FINANCED FROM ABU DHABI DEVELOPMENT 
BUDGET. 

12. COMMENT: THIS IS ONE OF MANY MAJOR POWER AND WATER 
PROJECTS RELATED TO THE LARGE THERMAL POWER STATION AND 
DESALINATION PLANT TO BE BUILT AT OMM AN-NAR ISLAND, 

NEAR ABU DHABI TOWN (SEE REFTEL). OTHER ANCILLARY 
PROJECTS INCLUDE RING MAINS FOR ABU DHABI CITY, 
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(REPORTED ABU DHABI 346) AND WATER PIPELINE SYSTEM 
FROM ABU DHABI TO AL-AIN. ACTION REQUESTED: ADDRESSES 
PLS. BRING THIS OPPORTUNITY TO ATTENTION OF QUALIFIED 
U.S. FIRMS EMPHASIZING IMPORTANCE OF RAPID RESPONSE. 

PEALE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 APR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ABUDFI00706 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 18-1001 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750478/aaaactnv.tel 

Line Count: 120 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 ABU DHABI 97 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 25 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25 JUN 2003 by SilvaL0>; APPROVED <14 JAN 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER: 132 KV OVERHEAD LINE: ABU DHABI TO AL-AIN: INVITATION TO PREQUALIFICATION. 
TAGS: BTIO, ELEC, TC 
To: COM 
Type: TE 
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